in any event establishes, that Respondent's management were aware
of these various activities prior to Complainant's layoff on
October 11, 1984.

The record, however, also shows that none of Complainant's
safety complaints were received by his foreman or other of
management's personnel with overt resentment, hostility or other
discernible angry or anti-safety reaction.  Also, during the
summer of 1984, all the mill maintenance crew members were making
complaints (I-T. 157; II-T. 56, 88, 128, 149).  No one seemed to
be making more complaints than any other (II-T. 88, 128, 140,
1493 .  Furthermore, all of the mill maintenance crew refused to
enter the ball mill with the motor running (II-T. 141, 157, 161).

The October 9 Meeting.

After a rumor circulated that Mill Superintendent Steven J.
Nameth was to issue a company policy that the air clutch lock
out would be sufficient and all employees would abide by such
policy (I-T. 97, 98), Complainant told Timko that "we should have
a meeting" with Arthur J. Schwandt, General Manager for the
project and Nameth's supervisor CI-T, 98).  Other maintenance
employees asked Al Jensen for such a meeting (II-T. 89).

The meeting was held sometime between 9 a.m. and 11:30 a.m.
in Steve Nameth's office (I-T. 99, 141; III-T. 101).  The mill
maintenance crew at that time consisted of Complainant, Joseph P,
Timko, Dick Eisenbarth, Mike Ingle, Mitch Geyer and as previously
noted, Kenneth Kohles (I-T. 99, 103, 141-142; II-T. 88, 162;
III-T. 65, 166-167).

Joseph Timko, the safety representative, considered calling
a meeting with Al Schwandt but did not do so after he learned of
the "very close" friendship between Schwandt and Nameth (I-T.
136-137).  The meeting in any event was called by Nameth after he
was told by foreman Al Jensen that the men wanted a meeting with
Schwandt to discuss "complaints" (II-T. 98-100; III-T. 99, 102).
Nameth reported the request to Schwandt who told Nameth "he was
busy" and told Nameth to conduct the meeting (III-T. 100),

The meeting was held in Nameth's office (III-T. 101) and was
attended by Nameth, Al Jensen, Complainant, Timko, Ingle and
Bisenbarth,  Mitch Geyer and Kohles did not attend the meeting
(II-T. 129; III-T. 100) .

At the beginning of the meeting, Complainant said something
to the effect that the men would like Art Schwandt present at the
meeting (II-T. 91; III-T. 135) and Steve Nameth indicated that
Schwandt would not be present but that he (Nameth) would give
Schwandt all the pertinent information from the meeting.  Nameth
then opened up the discussion and Timko raised the subject of pay
raises (II-T. 36-37), Thereafter, work procedures and non-safety
subject matters were brought up and discussed {I-T. 100; II-T.
37-42, 90; III-T. 77) .

1640
1636f Complainant's basic duties were repair, fabrication, welding,
